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EAST CAMPUS AUDITORIUM 
The auditorium of the Woman's College of 
Duke University is a classic example of 
Georgian architecture. Built of Baltimore 
pressed brick and Vermont marble, it has a 
seating capacity of 1,441. There is a large 
social room in the basement. It was first 
used in 1927. 
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D-2S- Woman's College Auditorium , East Campus , Duke University , Durham , N. C. 


























